GAS STATION INFORMATION 


Auxiliary catch lever 

■ 

Rear hatch opener 

■ 

Fuel filler door 


R250 


R29 


R49 



I Hood release lever I 

1 Fuel filler door opener | 

1 Tire inflation pressure I 

R250 

R49 

R366 


Fuel tank capacity 
(Reference) 

19.3 gal. (73 し 16.11 mp. gal.) 

Fuel type 

Unleaded gasoline only 

Cold tire inflation 
pressure 

Vehicle speed 

Front Rear 

Less than 155 
(250) 

[mph (km/h)] 

33 (230,23) [psi (kPa, kgf/cm^ or 
bar)] 


155 (250) or 
more 

[mph (km/h)] 

41(280, 2.8) [psi (kPa, kgf/cm^ or 
bar)] 

Engine oil brand 

"Mobil 15W-50" 


418 






































